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UNCLASSIFIED 

PAGE 01 STATE 035702 

51 

ORIGIN AID-59 

INFO OCT-01 EUR-25 ISO-OO CIAE-00 PM-07 INR-10 L-03 NEA-10 
NSAE-00 PA-04 RSC-01 PRS-01 SPC-03 USIA-15 TRSE-00 
SAM-01 SAJ-01 DODE-OO SS-20 NSC-10 NSCE-00 SSO-OO 
INRE-00 /171 R 

DRAFTED BY PHA/FDRC: RHARRIS:PAJ 
APPROVED BY EUR/RPM: EJSTREATOR, JR. 

EUR/RPM: JKING 
PHA/FDRC: RSMCCLURE 
EUR/RPM :ACFLO YD : WROMINE 

008444 

OR221825ZFEB 74 
FM SECSTATE WASHDC 
TO USMISSION NATO IMMEDIATE 
INFO AMEMBASSY LONDON 

UNCLAS STATE 035702 

E.O. 11652: NA 

SUB. INTERNATIONAL DISASTER RELIEF FORCE PROPOSAL 

REF: (A) USNATO 686; (B) PO/74/7; (C) USNATO 963 

STATE/AID AGREE THAT MR. HUGH HANNING S PROPOSAL FOR THE 
ESTABLISHMENT OF AN INTERNATIONAL DISASTER RELIEF FORCE IS 
COMMEND ABLY MOTIVATED BUT NOT PRACTICAL AT THIS TIME. 

THE TEXT OF AID S FOREIGN DISASTER RELIEF COORDINATOR'S 
ANALYSIS OF HANNING'S PROPOSAL TO THE AMEMBASSY IN 
LONDON DATED 10 OCTOBER 1973 FOLLOWS BY AIRGRAM. RUSH 
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Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: DISASTER RELIEF, INTERGOVERNMENTAL COOPERATION 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 22 FEB 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE035702 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RHARRIS:PAJ 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974021 5/aaaaanso. tel 

Line Count: 50 
Locator: TEXT ON-LINE 
Office: ORIGIN AID 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: (A) USNATO 686: (B) PO/74/7; (C) USN, ATO 963 

Review Action: RELEASED, APPROVED 

Review Authority: golinofr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 24 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 APR 2002 by elbezefj>; APPROVED <03 JUN 2002 by golinofr> 

Review Markings: 
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Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: INTERNATIONAL DISASTER RELIEF FORCE PROPOSAL 
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